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DATE TITLE SCALE 
SIDE (QUAL BATTERY RACK) 

fA ceonne [newissue 
ELEASE 


(a4 of i) RO.19 


aaa 5.20 (3 PLS) 


17.038 es 
#1.500 


10.81 ok: a Fe 
(15 PLS) 


18.200 
(1.300 21.056 
PITCH) 


13.750 
(2.750 PITCH) 91.125 ° 19.000 
90.257 
1.375 (2 PLS) (9 PLS) 
we 90.128 oh ag 
: (18 PLS) 
Bas 11.000 ° 


(HOLES TO COINCIDE 
WITH HOLES IN D3248-1 
FOR D3254—1 ONLY) 


1,003 (TYP) 


22.29 (REF) 


D3254—2 OPPOSITE 


INSTALL D3248-1 
USING MS20470A4—5 
RIVETS 


NOTES: 
1) MATERIAL: 2024—T3 (QQ—A-250/4) 0.063 THICK (REF. DART SPEC. M2024T3S.063) 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QS! 005 4.1 
POWDER COAT BLACK SANDTEX (4.3.5.7) PER DART QSI 005 4.3 
3) TOLERANCES ARE PER DART QS! 018 UNLESS OTHERWISE NOTED 
ALL DIMENSIONS ARE IN INCHES 
BREAK ALL SHARP EDGES 0.005 TO 0.010 


Copyright © 2004 by DART AEROSPACE LTD 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


